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From:  CNN.com  - Top  Stories 

Sent:  Tue  8/1 1/2015  1 1 :14:04  PM 

Subject:  EPA:  Our  spill  may  not  be  a danger 

MAIL_CONVERSATION_TOPIC:  EPA:  Our  spill  may  not  be  a danger 

Created:  Tue  8/1 1/201 5 9:47:29  PM 

Colorado's  top  health  official  signaled  that  the  3 million  gallons  of  spilled  wastewater  that 
contaminated  the  Animas  River  last  week  may  not  pose  a health  risk. 
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